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The Vernier Chronoscope. 



This simple and reliable instrument for meas- 
uring reactions and other short intervals of time 
in fiftieths of a second (see full description in 
this number of the Journal), will be supplied by the 
iTniversity mechanic at Clark University for 

FIVE DOLLARS. 

Address all orders to 

Louis N. Wilson, 
Clark University, Worcester, Mass. 



